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TESTED...AND PROVED 

♦measurably 

LESS IRRITATING 

to the Nose and Throat 


* Reprints of studies on the irritant properties of ciparettrs nn-nrailithlr. tddress 
your request to Philip Morris X ('.<>. /<,!•/.. /m.. IW Fifth livrm«\ V-ti Dir/;. 


Source: https://www.industrydocuments.ucsf.edu/docs/zzkkOOOO 
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